SOME ADDED THOUGHTS ON DENMArt COLOKED SAN1TOR1UM 
I, Winfield K. Davis started work at Denmar Sanatorium in 1929, under 1 

the administration of Dr B. Crichlow. My position was in building maintenance. I 
At the end of several months I was transferred to work with the electrical 
company contracted to change the Denmar electrical system from direct 
current to alternating current, rthen this was accomplished, 1 returned to 
Denmar Hospital maintenance, upgraded to Maintenance Supervisor, responsible 
for the building repairs and alterations, the distribution of the maintenance 
budget, the hiring of maintenance personnel and the overall direction of the 
operations and maintenance of the entire hospital complex. 

The write up of July 28, 1983 was very good, a few errors are evident. 

I would grade the article at least a C+. 

I arrived at Denmar in 1929. ten years after the institution was opened 
and worked through August 1957* The Superintendent was Dr. B. A. Crichlow, 
his assistant was Dr. Hayden, both from Charleston. The theory of treatment 
then was rest, food and fresh air. 

The lumber company's boarding house had been converted into a story 
main hospital building. The ground floor housed the kitchen, patient dining 
room and two office rooms. The seriously ill patients occupied the second 
and half story attic floors. Added to this building on the south side were 
sleeping quarters for patients. There was an axcavation made under the 
building to accommodate a large cast iron sectional boiler and brick chimney. 

The row of five room cottages was converted into patient quarters by 
connecting two with sleeping porches between. The cottages were used for 
loinging and dressing purposes. All patients slept on the porches with 
iar, <• windows that most of the time remained open. The patients were covered 
with heavy woolen blankets for warmth. In this row were two female cottages 

and two, matron supervised cottages for children. 

Up from the cottago row was a small building used by the lumber company 

at. u church. Later use was as u uchool. The main road into and through the 





grounds to the railroad was lined on both sides with company housing. The 

first house at the end facing the railroad was Assistant Superintendent I 

residence. On the north side of this home was a cottage used as a nurses 

home. Other cottages were converted into quarters for male patients with 

the accommodating sleeping areas added. The farm supervisor had a cottage. 

I used the first cottage at the entrance gate as my residence. 

The third row of cottages, one was used by Clarence Smith, undertaker, 
who had the contract for embalming the deceased of the institution. Two 
buildings were used for general storage and two as Huttonsville trustee 
inmate quarters. The first dairy facility set back in a field toward Beard 
on the second level. 

Directly across the road from the assistant superintendent's home was a 
mule bam. In those days mules were used for farming. One huge team was 
purchased from the contractors who were grading the road bed for U S 219 
through our county. 

The configuration of the land of Denmar consists of three levels. The 
first level is the site of the present hospital, second level was the site of 
the original hospital, the third level was the site of a storage building, 
:a;lroad depot, post office and the fertile fields across the railroad tracks. 

:••• Oid ice house mentioned in the previous article remained in use until 1931- 

?he first mechanical refrigeration was installed through Harry Cochran, 

-f war: in charge of the Monongalia Power Company. It was a walk-in type, 

)5° cooler system. 

" r •• portion left of the old mill building was used to store hay and straw 
for tr.** dairy area and hog pen bedding. Later the mules were replaced by 
r*rr All tractors with steel wheels and cleats for traction. 

*• .tat»» purchnuod a pedigree Holstein bull to service the dairy herd. 

* Muod lir.M or cattle assured live maintenance of Class A stock and 

T * 1 * ’ •« !*lry productn. The dairy line began to enlarge necessitating the 
fort# foot ait of m ion to tho dairy building. It consisted of extra milking 







jtnlls. two large bull stanchions and a huge silo. The next addition to i , 
dairy was a pasteurizing and bottling plant. With an upright higher pressure 
boiler to power the pasteurizing, homogenizing and bottle washing equipment 
I believe it is correct to say this was the first pasteurization plant in 
Pocahontas County. Zed Smith operated a large dairy and delivered mi Ik to 
the City of Marlinton and the surrounding area at the time the equipment war. 
installed at Denmar. His milk. 1 believe, was unpasteurized. Along with the 
pasteurizing equipment was installed a large walk-in cooler to 
milk after processing. Also in the 
for storing meat and perishable items. The third 


maintain the 

area was installed the first deep freeze 

major addition to the dairy 
complex, of my design was a large lofting and roughage feeding stall area, 
utilized after milkings. 

In the late 1930's during the PWA and WPA Administration we went to 

% j 

battle for a new sanitarium building. The main people a Denmar to help 

* 

accomplish this feat were Dr. S. Bampfield, Superintendent. Mr R. J. Roane, 
Financial Secretary and W. K. Davis O&M Engineer, along with J. Burdette and 
Col. White of the State Board of Control. After going through the legislative 
process, it was finally decided to match the Federal Government grant with 
State funds to construct the first unit. The building designed to be of three 
sections, a 300 bed capacity hospital. The first section housed 100 patients 
with the center portion of the fourth floor used as nurses quarters and extende 
from each side of this center section were patient sundecks. The basement 

level housed the kitchen and personnel dining room, a small room with a 

% 

distillery for processing sterile water and a large hall which was the rear 
entrance to the building. This entrance was the most used as the building 
faced the Greenbrier River and the access road passed to the rear of the 
building. There was a large room intended to be used as a laundry which was 
split into three sections. One section was used as a commissary for sundry 
iti-rr.:i sold to the patients. This was operated in partnership between £va 
■r itr., Ho^ne Preceptress and WK Davis. This store gave 50* of the profits to 

* , f 1 f*A» r. A*/4«l * ♦ ( aAf (i nn ti Kiw./r ihnm » c\ nnmhfiRp r\oc 0 Rnarv items not 









;tied by the hospital. We operated the store for many years until rs. omi t 
th facility and I continued the operation until 1957. The second room 
housed the main electrical panels and some storage. The rest of the area , ^ 

(largest part) was used by patients and staff for religious services and social 
functions. There were two bedrooms at each end of the floor used by maids. H 

The sub-basement housed the central power plant. Equipped with two low M 

pressure boilers of 15 lb pressure rating. At a later date a fumance was ^ 

installed In the area with a shaft extending to the third floor with openings ■ 
on each floor utilised to rid the floors of burnable, disposable refuse. The H 

sub-baoement was equipped with a grated air vent which was not sat is l actors,. I 

it did not eliminate the hatzardest conditions to the furnace firemen. This .. 

grating was replaced with a thirty Inch diameter steei tubular unit running I 

the full height of the building for a good draft to get rid of the gases 
created by the coal fired boiler. A unit was also installed to attempt to 
reduce the spread of fly ash over the buildings and grounds. After this unit 
was installed we found it interferred with the efficiency of the boilers The 
baffles in the unit were removed so the flu would continue its naturai draft, 
later boilers were equipped with stohers including the feeding worm 

extending from the coal bin to the furnace. 

. in buildings was the addition of a nurseo 
The next major improvement in building 

pome to 1 west of the main building. The oo-desi.er was «ary Truss avis. 
Supervisor of nurses. Included in the building was a two room . with^ ^ 

apartment for the head nurse, later a hiding. The 

- onit. A iarge recreation area was also at this^^ ^ ^ ^ ^ 

nuraes rooms extended the eng ^ ^ oottaRe6 wer6bu ilt heyond the 

with rooms on each aide. At financial secretary. These 

n.racs building to house the superintendent and the in^ 

- the nuraes building were heated. «-£££ ^ materiala 

The second phase of buildings w onne l utilise 

OC *U cottages. A two story building - for personnel 

J 




/ „o*"on bath on each floor, a throe room apartment . 
f rolKlinK- Thia building was heated with a coal bnmi 
>nd there was a furnace fired hot water tank. 

A road was built of crushed rock running off the m 
superintendent and finance secretary's quarters. 

A mule bam was also built from salvage materials, 
built beside the mule bam and a small cutting and ci 
processing meat. 

Across from these buildings was built a four room 
for the farm supervisor. Heat. and hnt. wator ujc* o-^y 


lron furnace 


The laundry for years was contracted out to laundries in Ronceverte and 
Elkins. The next building phase done, with prison labor, was a fully equipped 
laundry especially for laundering the hospital items. The installed equipment 
included the latest American Laundry Machine products, consisting of two tubs, 
a medium sized extractor, a two person flat work ironer and four steam 


operated presses. All powered by a 20 horsepower upright high pressure steam 
boiler. This building had an attic and an end storage room. Later a twenty 
foot extension was added equipped with Hoffman Laundry and Dry Cleaning 
products, purchased from the U S Surplus store at Dunbar. 

The personnel quarters were moved farther down in order to utilize the 
area for a one story building to house male personnel. This building was U 
shaped with the right wing converted into two apartments for doctors and the 
diet, it ion. The balance of the building was used by personnel. A small 
mechanical room was under the left wing into which, extended from the main 
’ ... l.r.i , were heat ducts. Beside the male building, also constructed out ot 


salvaged lumber, was erected a recreation building. 

Af.other major accomplishment was the building ol a new water syi>tt.m, 

treatment plant instead 


to uno modem filtering and 





Lt water supply pumped from the Greenbrier River. PH tests were made 
/daily at the main hospital building to assure/purity and safety. A six inch 
caS t iron pipe with mechanical joints was laifl from the treatment plant to a 
150.000 gallon steel water storage tank that was placed high enough to assure 
adequate gravity pressure to the hospital complex and high pressure fire 
hydrants. Next was constructed West Virginia"s first sewage lagoon to have 
the most modem sewage treatment system. 

A vehicle, garage and mechanical shop was built next to thelaundry facility 

All of the complex roadbeds including the circular driveway in the rear 
of the tnain.'.building, the large parking areas and parking areas for various 
other buildings were constructed of crushed rocks from the Greenbrier River 


utilizing prison trustee labor. 

In the early 1950’s the second 100 bed, three story high wing of the 
hospital building was erected, including a half basement. The basement 

housed a record storage room, building mechanical shop, two diesel engine 

#' 

powered emergency electrical generators, an autopsy roc*, a two body 
refrigerated vault and some general short time storage, in open spaces. A few 
months after the completion of this wing I supervised the excavating under 
the remainder of the building. This done with hand labor in such a manner 
the structural soundness of the building was not weakened. This portion of 
the basement was used for staple food storage and included a large freezer 
for perishable food storage. 

We also revamped the medical operating facility replacing the old X-ray 
machine with the latest X-ray equipment. The old X-ray machine was 
dismantled and reworked into a fluoroscope. Replaced the low pressure 
autoclave with a modem high pressure five minute sterilizing unit. 

All things did not emerge without some setbacks. This is a case in point 
When the planning and designing of the second wing was in progress, I as the 
bupltal complex o|*»ratlonB and maintenance supervisor requested a high 
pr«-ts ire holier ho inutulled for this win/’,. The boiler was not installed 
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4>| . durlnr. the erection of the wing. Walls 
... due out of the driveway in order to - & 3 ^ ^ M a 

t,- basement of the main wing t+ thlrd boiler in the 

1 acuverea. The contrac „ ~ boU.r had 

.H.t is called for on ^ qUeStl0ned ' ^ "** ~ - 

l„e boiler, resealed the ^ 

d , hi- • refinished the driveway. After a long 

ut lay hassling with -thp q + «.». > . 

6 Ulldln 6 and contract engineers, once more 

G " ° Pened * the driv —y to- up. the low pressure boiler removed 

pressure boiler installed, the walls and driveway returned to the 

iginal state. The end result was the State had to pay out an additional 

-5.000 dollars because some one did not heed the request of the operations 

and maintenance supervisor. The new equipment in the new wing was high 

pressure equipment and it would take a high pressure boiler to operate it. 


I 
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It may seem this article rambles and returns, not really, the 


accomplishments listed are chronological, having been completed in the span 


2° years. During my tenure at Denmar many things were accomplished. The 


installation of safety and security alarm systems, inner office and floor 


communication systems, ice making machines on the floors and in the kitchen 


areas, moved laboratory to the basement of the second wing. Numerous other 


.retaliations and improvements were made. The third wing of the main 


r.or.pital building has never been added. 


Portions of the new construction, changing a lumber company's logging 


cnr.p and lumber mill into a hospital complex was accomplished under my 


:: jpe-rvision by contractors, maintenance personnel, and prison trustee laboi 


TMr hospital staff personnel were all highly qualified for their positions 


iui d very supportive of suggestions for changes, additions or deletions 
;,r«.;o < d by me to make the hospital's operation run as smoothly as possibl 


' ,• tenure ended in August 1957. 
4infield K. Davits 
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— *—• a session will offer work 
was ac- shops in the business o 
under my crafts, including bookkeep 
t, insurance, proraotioi 
and marketing. Basic join 

. - e fy. blacksmithing, electa* 

The hospital staff personnel kiln use, spinning, stainei 
all highly qualified for £l fl ss and tapestry weaving 

will be offered Oct. 28-30. 

All workshops are con 
ducted at the Cedar Lake: 
Conference Center nea 
Ripley. For information 
call 372-6263 or 348-0216. 


Ht'rp 

d mto quarter* for 
Li*Sl« With lhe ac* 
sleeping 
The farm 
had a cottage, | 
fircottage at the 
gale as my reai- 


ui me second wing. Num¬ 
erous other installations 
and improvements were 
made. The third wine of 
the mam hospital building the Sept. 30- Oct 2 
has never been added. * ‘ 

Portions of the new con- lace, chair 
struction, changing a lum 
ber company's I 
camp and lumber mill into 
hospital complex 
complished 

PH supervision by contractors 
j maintenance personnel 
hospital building to ?P d V^ 30n trustee labor, 
purity and safety. A 

■ ‘ * j m were i 

their positions and very 
supportive °f suggestions 
160,000 gallon steel water ^ or changes, additions or 
storage tank that was plac- de l e tions proposed by me 
ed high enough to assure *° m ^ e the hospital's 
adequate gravity pressure operation run as smoothly 
to the hospital complex and “ P° 8si ble. 

’ - l pressure fire My tenure ended in 
hydrants. Next was con- Au gust. 1957. 
structed West Virginia's Winfield K. Davis 

first q«wI n irnnn ^ u * - TOWN OF HILLSBORO 

the most ^mndir ° l ° Vt Maintenance Tha Town of Hillsboro will hole 

me most modern sewage ^ • public mooting for all interosuc 

J-eatment system. „ nf !.^ F , ue J. ^d Energy p*,™. u, tb. ro.ub. o 

A vehicle garage and i Governor s iha wa«u waur traatmaat faniit? 

nechanical shop were built °f Economic and pluming tiuu haa boon in prog 

iext to the laundry facility C ommuni ty Development is for i b# Town of HUlaboro. 

.. All r f iK- “ offering u ael 0 l 26 Answer ol f Up J 

,K r“' ww ’* >nd Rarklnu ^ l ' U>ttnnc **• m\.w *. 

uildinKs. woro conatructod tho *° \>ook\ot», cu\\ 

^ rack* from tho tChurWnlon\ or 


^ M.t- ansisuim superin 
^ ten dent's home was a mule ^ 
bam. In those days mules 
were used for fanning. One 
f huge team 
1 from the < 

were grading the road bed 
for U.S. 219 through our 
county. 

. Th<? configuration of the 
land of Denmar consists of 
three levels. The first 
is t he site of the pr« 
hospital, second level 
the site of the orii 
hospital, the third level 
the site of a storage build 
tog. railroad depot 

office and the fertile _ 

across the railroad tracks 
r-r tee house men 

previous arti- boiler 
in use until Installed to e 

duco the spr< 
in leal re- ov ®r the bi 

Installed Kround a. Aft 

f'orhrnn. was instnlloH 

•• •»/ ,/ IM 1 

*/ f'••••»- ••*•»!»ajr ,.f | if?.* 

••Hjrgtm, 

ao f|, 

r/ »“ •»/./ ounUtBtav Un flH 
u *wi to 

** f or tho with N(«,|«,. 

H />,»#, tho fotiiiififf w<; 

tnulna «Uf from thu cot 
ortn-Alf *um«cs. 

Thu 


The old I 
turned in the 
cle' remained 
1931. 

The fust n 
mgersUon i 
jW'Vh f/ ni 

.. . ff M M'M/i, 

/*- /««rf/ 0 „ 

‘‘l’ h *r *'"! muo 
*n<! 

£'*'•*, f^r thm 
7 i, r f 

U»tm with mt^ul 


w^r*t to Clave- 
lfi Hl his trade 
L ^ Union 
[f ^er huiidinK 
5 , ^rtas snd 




VuVAk. 

“I c\VU«n« oV 




1 

mg u 


•I • 


— -M 


Him i 

to -*•**• 
fH i 'Mtl• 

M • «»14 lit 

wikN the old 
nf Utol lo 


»tf*ia«l will* !)»• 
m » »*l th* I hi ll «t»i 


• r.’r 

• m 

K 

1 


— w 

, g , 

U 


* . V 


• Vli 


:\ i 


4 Dr. B 

S3G HI 

sUr.juVf 

Wlfftl 


^ <i 
ru 


M*n 


11 •;* 


• « • 


.: &a*;r; 

fc# eitctncml 
ctricted to 
mzAX electri- 
dirtcX cur- 
current, 
this «u accomp- 
I returned lo Den- 
Mprtal maintenance, 
.ptrvdtd to Maintenance 
S up erv i sor, responsible for 
the btaidiag repairs and 
tlwranans. the distribution 
of the maintenance budget, 
the hinng of maintenance 
personnel and the overall 
ejection of the operations 
ar.d maintenance of the 
enure hospital complex. 

I urived at Denmar in 
192$, ten years after the 
sietitution was opened and 
ork*d through August, 
The Superintendent 
• a# Dr B. A. Crichlow, his 
assistant was Dr. Hayden, 
both from Charleston. The 
theory of treatment then 
wa? rest, food and fresh air. 

The lumber company's 
boarding house had been 
convened into a 2 l A story 
mam hospital building. The 
ground floor housed the 
kitchen, patient dining 
room and two office rooms. 
The seriously ill patients 
occupied the second and 
half story attic floors Add- 
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« 4<ui fttra* for the 
’Mi and hoe pan 
Later the mules 
dared by Farm-A11 
with steel wheels 
aU tut traction 
he Slate purchased a 
LgTec Holstein bull to 
ice the dairy herd. A 
food blood line of cattle 
assured the maintenance of 
Class A stock and reliable 
dairy products. The dairy 
line began to enlarge n©-,> 
cessitating the forty-foot 
extension to the dairy 
building. It consisted of 
extra milking stalls, two 
large bull stanchions and a 
huge silo. The next addition 
to the dairy was a pasteur¬ 
izing, homogenizing and 
bottle washing equipment. 

I believe it is correct to say 
this was the first pasteur¬ 
ization plant in Pocahontas 
County. Along with the 
pasteurizing equipment 
was installed a large walk- 
in cooler to maintain the 
milk after processing. Also 
in the area was installed the 
first deep freeze for storing 
meat and perishable items. 
The third major addition to 
the dairy complex, of my 
design was a large lofting 
and roughage feeding stall 
area, utilized after milk¬ 
ings. 

In the late 1930's during 
the PWA and WPA Admin¬ 
istration we went to battle 
for a new sanitarium build- • 
ing. The main people at 
Denmar to help accomplish 
this feat were Dr. S. Bamp- 
field, Superintendent, Mr. 
R. J. Roane, Financial Sec¬ 
retary, and W. K. Davis, 
O&M Engineer, along with 
J Burdette and Col. White 
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haHlM In tlio null worn 
(OIIYOttMl M) Iho Hilo would 
Ita natural droit, 
latter boiler* worn equip¬ 
ped with atokor* Including 
the feeding worm extend¬ 
ing from the coal bin lo the 
furnace. 

The next major improve¬ 
ment in buildings was the 
addition of u nurses home 
to the west of the main 
building. The co-designer 
was Mary Truss Davis, 
Supervisor of nurses. In¬ 
cluded in the building was a 
two-room, with bath, a part- 


All Of tna compm* rnn*i 
l»oda, Including iho circular 
driveway In the roar uf the 
main building, the large 
parking arena ami parking 
arrow for various other 
buildings, wore constructed 
of crunhml rocks from the 


IWxitui from the Shall Oil 
Company lo Individuals in¬ 
terested in car car a and 
maintenance. 

To receive a free set o! 
them? booklets, call 
348-88U0 (Charleston) or 


rjem 


o crunnna roau irom me Wm/W . m2 

Greenbrier ltivor, utilizing 

prison trustee labor. ’__ 

In the early 19&0's the 
second 100 bod, threo story 
high wing of the hospital 
building was erected, in¬ 
cluding a half basement. 

The basement housed a 
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record storage room, build- j;of September, 1983. 
ing mechanical shop, two^ CASE NO. 83-396-T-T 
diesel engine Dowered TELEPHONE UTILITIES OF- 

two-room witn batn, apart- * ^ , P . west VIRGINIA, 

iwo-iwm, wiui uaui, apart emergency electrical gen r.- a corooration. 

ment v for the head,nurse 

Later, a compact equipped two-body refrigerated vault • Snowshoe E 

general short 


compact equipped 
kitchen was added to this 
unit. A large recreation 
area was also at this end of 
the building. The nurses' 
rooms extended the length 
of the rest of the building 
on a central hall with rooms 
on each side. At the 9ame 
time two cottages were 
built beyond the nurses 
building to house the su¬ 
perintendent and the finan¬ 
cial secretary, these, with 
the nurses building, were 
heated by steam from the 
main hospital building. 

The second phase of 
buildings was constructed 
from salvaged materials of 
mill cottages. A two story 
building with rooms for 
personnel utilizing a com¬ 
mon bath on each floor, a 
three-room apartment with 
bath was part of the build¬ 
ing. This building was heat¬ 
ed with a coal burning cast 
iron furnace and there was 
a furnace fired hot water 
tank. 

A road was built of 
crushed rock running, off 
the main road between the 
superintendent’s and fi¬ 
nance secretary's quarters. 

A mule bam was also 
built from salvage materi- 


and some 
time storage in open 
spaces. A few months after 
the completion of this wing 
I supervised the excavating 
under the remainder of the 
building. This was done 
with hand labor in such a 
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conatdarad miurj to tx*mn 
10»M goal*. 

To balp mama a anrr**«fj 
facility procto*. puttie 
and pofftidpaboo of otuosa of tha 
Town and •urrouadiag are* la 
encouraged Pubuc c o n u st a u 
will be received at lha moat ing to 
be held at 7:30 p. m., September 
29. 1983, at tba Fire Departaast 
Building in Hiilaboro 
Written comment* are welcome 
and will be received one week 
following the bearing. 
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_ M . r _ _ corporation, Mason town. Preston 

manner that" the structural County tendered for filing re- 
j t Lniij- „ vised tariff sheets reflecting in- 

soundness of the building. CTeased raU)8 charges of 

was not weakened. This; »• approximately 170,391 annually. 

portion of the basement for establishing and providing 

was used for staple food lefephone .emce to .pproximete. 

storage and included a ly 100 ,ubecnbe«. u> the Mirim- 


large freezer for perishable 
food storage. 

We also revamped the 
medical operating facility, 
replacing the old X-ray 


ton and Snowshoe exchange 
areas, to become effective Sep¬ 
tember 8, 1983. 

By order entered herein on 
August 31. 1983, the Commission 
ordered that Telephone Utilities of 

--o --- - - West Virginia, a corporation, be 

machine with the latest made respondent to this proceed- 
X-ray equipment. The old ing. and.-pending investigation. 

X rnv machine was dis- hearin 8 deasl0n * lhe afo l re ‘ 
X ray machine as 8aid rev ised mnff was suspended 

mantled and reworked into- ^ ^ UM of the rates and 

a fluor 08 cope. The low charges stated therein deferred 

pressure autoclave was re-,’ until 12:01 a.m., January 7, 1984. 

placed with a modem high 

the matters involved herein were 
set for hearing to be held in 
Marlin ton, West Virginia, on 
Monday, September 26, 1983. 

The Commission is now of the 
opinion that the hearing on this 
matter should be advanced. 

IT IS. THEREFORE. OR¬ 
DERED that the hearing on this 
matter originally scheduled for 
September 26. 1983. be. and the 

same hereby is. cancelled 

nr fc r* f PTiir» 


pressure five min ute steri¬ 
lizing unit. 

All things did not emerge 
without some setbacks. 
This Is a case in point. 
When the planning and 
designing of the second 
wing was in progress, I, as 
the hospital complex oper¬ 
ations and maintenance 
«unerv5«ior requested * 


rn 


• • STATEMENT OP 
NONDISCRIMLNATION 
The Telephone Utilities of West 
Virginia, Inc., has Filed with the 
Federal Government a Compli- 
ance Assurance In which it as¬ 
sures the Rural Electrification ^ 
Administration that it will comply . 
fully with all requirements of Title 
VI of the Civil Rights Act of 196* *** ^ 
and the Rules and Regulations o XS* 9 * 
the Department of Agriculture 
issued thereunder, to the end thsl > V*JC** 
no person in the United States 
shall, on the ground of race, color. 

1 or national origin, be excluded 
from participation in, b* denied 
the benefits of. or be otherwise 
subjected to discrimination irv the 
conduct of its program and th« 
operation of its futilities. Under 
this assurance, thi) organization 
is committed not to diacriminau 
against any person on the ground 
of race, color or ehikraall origin in 
its policies and practices relating 
to applications ftf *ervice or any 
other policies and practices relat¬ 
ing to treatment Of beneficiaries 
and participants including rales, 
conditions and extension of serv¬ 
ice. use of any of its facilities, 
attendance at an4 participation in 
any meetings of ber.*6ciariea and 
participants or thfc exercise of any 
rights of such beneficiaries and 
participants in th» conduct of the 
operations of this organization 
Any person who Lelieves him¬ 
self. or any specific class of 
individuals, to be subjected oj 
this organization to discriminsUJO 
prohibited by Till. VI ol U>« *» 
and the Rules and Reguta^ 
issued thereunder may. h* 
self or • representative. * 
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ent residence. On the north 
side of this home was a 
cottage used as a nurses 
home. Other cottages were 
converted into quarters for 
male patients with the ac¬ 
commodating sleeping 
areas added. The farm 
supervisor had a cottage. I 
used the first cottage at the 

resi- 


1983—P age 8_ 

in partnership between f 
Smith, House Preceptrc 
andW. K. Davis. This st 

gave 50% of the profits \ 
fund for needy path 
enabling them to purcb 
necessary items not pro 
ed by the hospital, 
operated the store 
many years until 
Smith left the facility t 
continued the operatio 


JKnow Vo^r Neighbor* tags were used for general 
•This is Winfield Kirk f torag ®, “d two as Hut- 
Oivis, of Route 1, Marlin- tonsvil * e trustee inmate 
ton. He and his wife, Mary ? u ^ ers -' The first dairy 
Truss Davis, are now retir- t faci hty set back in a field 
eq. toward Beard on the second 

Jrom 1929 to 1965 Mr. nJ; • ’ 

• >avi s was employed as an r AJlre 1 c ^ ^ r a< p ross the road 
engineer for the State of fror ? , assistant superin- 
Wj st Virginia at Denmar J’ endent 8 home was a mule 
nbd Lakin State Hospitals barn< 111 those da ys mules 
Hciold us many interesting ^ ere U9ed for fanning. One 
things about hia association ? Uge t f am was Purchased 
with Denmar and with Ir0m contr actors who 
ttsgrowth, so we asked him ^ ere T jading the road bed 
to rrite about it, and we ° r 219 through our 
pr»nt hu story herewith. C °!{? ty ' ~ 

Air Davjj was born in i j 1 e . c ® n ^ uri tion of the 
( •Uetlsburg, Kentucky u of Denmtr consists of 
y of Victoria and Kirk . rt * e l 0 ^ 8 - The first level 
'•m He went out on his I* lhe T* 1 * ot tJie P re8 «nt 
■ft at t» elv# yean of age 8e cond level was 

r ** V. Cincinnati, where L he of the 

' “ * I* hi. own living by the third level wee 

' W Ih. Cincmn.i, ,h * »t * storage build- 
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Untold us many Interesting huge team was purchased 
things obout hill association f ro m the contractors who 
with Ponmnr and with were grading the road bed 
its growth, so we asked him f or u.S. 219 through our 
to -write about it, and wo county. 

print his story herewith. The configuration of the 

Mr Davis wiih born in land of Denmar consists of 
('ntlettsburg, Kentucky, three levels. The first level 
the son of Victoria and Kirk the 8 jte of the present 
Davis He went out on his hospital, second level was 
own at twelve years of age, t h e site of the original 
going t« ( incinnnti, where hospital, the third level was 
he made his own living by the site of a storage build* 
selling the C incinnati Post, railroad depot, post 

morning paper, Cincinnati office and the fertile fields 
Slur, the noon paper, and across the railroad tracks. 
Cincinnati Inquirer, the The 0 ld ice house men- 

evening paper. tioned in the previous arti- 

At 14 he went to Cleve- c j e ' remained in use until 
Und and learned his trade 1931 , , 

by.working on the Union, The first mechanical re- 
Termmal Tower Building, frigeration was installed 

which had 52 stories and through ' Harry Cochran, 

observation tower, plus 3 who was in charge of the 
stories underground. This Monongahela Power Com- 
wns ( leveland s sky- pany. It was a walk-in type 

9 C ™P er - . 35° cooler system. 

,0 t a . m 5 10 Denmar in The portion left of the ol( 
*. .* ami has been a resi- mill building was used h 
dent of 1 ocahontas County store hay and straw for th 
since, work mg some years dairy area and hog pe: 
a. Likin after Denmar. bedding. Later the mule 

• Denmar Colored were replaced by Farm-A 

Sanitorium tractors with steel wheel 

I, Winfield K. Davis, and cleats for traction, 
started work at Denmar The State purchased 
Sanitorium in 1929, under pedigree Holstein bull t 
the administration of Dr. B. service the dairy herd. 1 
Cr^hlow My position was Rood blood line of caul 
m budding maintenance, assured the maintenance c 
At the end of several ClaM A 8tock reliabl 
rtvTftth* I was transferred to products. The dair 

• O with the electrical 1x00 ***» to enlarge ne 
< rftpant contracted to cnaaiUlinf the forty-foe 
'» * £«• the Denmar electri* ®*ten«ion to the dair; 
••1 aierti from direct cur* building. It coexisted 0 
Ui •-tcrnaimg current eilra milking stalls, lei 
*>«» «Km Kcump !arge bull stanchions and 1 

*‘*d I returned to iWo huge alio The neit addiUoi 
a* »tt*«t«ul suinUnam* the dairy was a pasieur 
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and cleats 


l< » inlieid l\. Davis, 

started work at Drnmnr 
Sanitorium in 1929. under 
the administration of Dr. B. 
Cnchlow My position was 
in huildmg maintenance. 
At ; the end of several 
months I was transferred to 
*ock with the electrical 
co it pa ny contracted to 
chnhge the Denmnr electri¬ 
cal system from direct cur¬ 
rent to alternating current. 

lien this was accomp¬ 
lished. I returned to Den- 
mar Hospital maintenance, 
upgraded to Maintenance 
Supervisor, responsible for 
the building repairs and 
alterations, the distribution 
of the maintenance budget, 
the hiring of maintenance 
personnel and the overall 
direction of the operations 
and maintenance of the 
entire hospital complex. 


I arrived at Denmar in 
J929. ten years after the 
Institution was opened and 
»>rkvd through August, 

Th® Superintendent 

Dr B A. Crichlow, his 
distant was Dr. Hayden, 

from Charleston. The 
of treatment then 
lood and fresh air. 

TW lumber company's 

• xirng house had been 
into • tH story 
***» btfoJ The 

A v-Hd ft boused the 
♦ I siieni dining 

IM Ins sfbs iw i 
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Ir I he State purchased a Edition 
. r pedigree Holstein bull to 10 the v 
1 . service the dairy herd. A ‘ building, 
s good blood line of cattle was Mu 

>. assured the maintenance of Supervia 
,1 Class A stock and reliable eluded in 
o dairy products. The dairy two-roon 
il line began to enlarge ne v mentjoi 
0 cessitating the forty-foot* ^ter,'a 
. extension to the dairy ^hen • 
- building. It consisted of ^t. A 
extra milking stalls, two area wa5 
. large bull stanchions and a buili 
. huge silo. The next addition r 001118 e; 

to the dairy was a pasteur- *be rt 
) izing, homogenizing and ona cent 
. bottle washing equipment. °. n eac b 
| I believe it is correct to say time tw 
, this was the first pasteur- built be 
ization plant in Pocahontas building 
! County. Along with the R e ^ nten ' 
pasteurizing equipment c9ecr 
was installed a large walk- l L he n 'f rs 
in cooler to main tain the beated t 
milk after processing. Also bos 

in the area was installed the . ! 

first deep freeze for storing buildings 

meat and perishable items. 

The third major addition to F~J p 011 * 
the dairy complex, of my building 

design was a large lofting P eTS0 ^ 

and roughage feeding stall b*^ 

area, utilized after milk- 

ings. bath w as 

In the late 1930'$ durinjr m * 
the PWA and WPA Admin- ^ 'f 1 ' 
istralion we went to baule 
■' r n sanitarium bui.d* 4 ftiroaci 

UI M The main people at 
IVru-r.Rr l.< help accomplish ^. ™ 4 
liua feat were Df. S Basin- c^u^bed 

•••M. Superintendentl£, Ih e 

H J Roan*. I'uuuwiaJ Sec- 

a • H K De% i ***** ** 

a ' i with k ’ ? U *' 

Ir StVkR. mBhoa 
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rttVih m ftartnmhip brtwcon Eva 

Smith. House Preceptress, 

and W. K. Davis. This store 
g«»<* 50% of the profits to a 
fund for needy patients 
enabling them to purchase 
necessary items not provid¬ 
ed by the hospital. We 
operated the store for 
many years until Mrs. 
South left the facility and I 
continued the operation un- 
Ul 1957. The second room 
housed the main electrical 
paaeis and some storage. 
The re s< of the area ( largest 
***** was used by patients 

***** for religious serv- 
and social functions. 
***** were two bedrooms 

**rh end of the fopc 
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added, equipped with Hoff¬ 
man Laundry and Dry 
Cleaning products, pur¬ 
chased from the U.S..Sur¬ 
plus store at Dunbar. 

The personnel quarters 
were moved farther down 
in order to utilize the area 
for a one story building to 
house male personnel. This 
building was U-shaped with 
the right wing converted 
into two apartments for 
I doctors and the dietitian. 
The balance of the building 
was used by personnel. A 
small mechanical roo m was 
under the left wing into 
which, extended from the 
main building, were heat 
ducts. Beside the male 
building, also constructed 
out of salvaged lumber. 

*** erected a recreation 
building. 

Another major accom¬ 
plishment was the building 
a new water system, 
eliminating deep wells, to 
modem filtering and 
treatment plant for the 
water supply pumped from 

»he (ireenboer Rivet PH 

*ete made daily al the 
r h o s p i t a l buiUlmg to 

****** pvfttf and safety A 

•ti -r*. ' IK JU: r .j^ w 
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high pressure 
operate it. 

It may seem t 
rambles and ret 
not really ; the a 
ments listed are ■ 
cal, having been 
m the span of 
During my tem 
mar many thin 

complished. 1 

tion of safety i 
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nnd staff for religious serv- ma i n building, were heat 
H m and social functions, ducts. Beside the male 
Thorr were two bedrooms building, also constructed 
mi each end of the flopr oul „f fmlvnged lumber, 
u *^i by n>ai«l». was erected a recreation 

rhr MU l> basement b ul |ding. 

^nothor accom 

plishmont was the building 
of a new water system, 
eliminating deep wells, to 
use modem filtering and 
treatment plant for the 
water supply pumped from 
the Greenbrier River. PH 
tests were made daily at the 
main hospital building to 
assure purity and safety. A 
sii inch cast iron pipe with 
mechanical joints was laid 
from the treatment plant to 
a 150,000 gallon steel water 
storage tank that was plac¬ 
ed high enough to assure 
adequate gravity pressure 
to the hospital complex and 
high pressure fire 
hydrants. Next was con¬ 
structed West Virginia's 

to have 
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pre»«ure ooueni ui iu 
lb preaeure rating. At a 
Inter dalo a furnace waa 

in the area with a 
•haft attending to the third 
with openings on each 
faar utilised to rid the 
taar* ol burnable, dispos¬ 
able refuse The sub-base- 
w at equipped with a 
ra4ed air tent which waa 
k* **u*iactocy. It did not 

the Kaxardous 
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draft to gel no oi me gs.ies 

crested by the coal fired 
boiler. A unit wm alio 
metalled to attempt to re¬ 
duce the spread of fly aah 
01 or the building! and 

grounds. After this unit 
installed we found it 
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wUh Ihn nffi- 

c Mificjr i»/ litp boiler a. The 
hafT’p* in (he unit wore 
removed so (he Hue would 
oantuiue it* natural draft. 

L*i*r boilers were equip¬ 
ped «4h *tokers including 
the feexUng worm ©xlend- 
from the coai bin to the 


e aw- 


The next major improve¬ 
ment tn buildings was the 
•Aidarm of a nurses borne 
w the west of lb# main 
bu-darg The co-designer 
• « Mary Truss Dans, 
^•^•maor of ouraea In¬ 
cluded an Use budding waj a 
\» >rj*Lc i. ».:h bath, apart- 
juesut >( $or Lbe head nurse 
r a cv^np^ci equipped 
tvirtfi eat added to this 
(0-1 A large recreation 
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structed West Virginia’s 
first sewage lagoon to have * 
the most modem sewage 
treatment system. 

A vehicle garage and 
mechanical shop were built 
next to the laundry facility. 

All of the complex road¬ 
beds. Including the circular 
(lrtvoway in the rear o( the 
main building/ the large 
parking areas and parking 
areas for various other 
buildings, were constructed 
of crushed rocks from the 
Greenbrier River, utilizing 
prison trustee labor. 

In the early 1950’s the 
second 100 bed. three story 
high wing of the hospital 
building was erected, in¬ 
cluding a half basement. 
The basement housed a 
record storage room, build¬ 
ing mechanical shop, two 
dieael engine powered 

emergency electrical gea- 

eratoni TaiTautopeY'roofn 7 k 

two-body refrigerated vault 
and acme general abort 
time storage in open 
space#. A few months after 
lbe completion of this wing 
I supervised the escalating 
(he remainder of (he 
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r wa* added to thin 

p unit A large recreation 
i * r *« »*• also at thia end of 
i *j» b ttfldittf The nurses’ 
iwma extended the length 
of the re at of the building 
s : •: a . hail with room a 
on each aide At the same 
Ume lw© cottages wore 
huii: beyond the nuraes 
tnuiding to houae the au- 
cwrmdent and the fin an* 
w'«ai k\ retary. these, with 

'•' r "'"••• building, were 
b«J*d by stoani from ihe 
aaji hospital building. 

P* ftocood phase of 

building* wai constructed 

.nwn salvaged materials of 
cotuget. A two atory 
with rooms for 
p^raoonel utilizing a com* 
r=K» bath on tech floor, a 

^r»« apartment with 

part of the build- 
** T>-*a budding waa heat* 
wd »xh a coal burning cast 
*** htr&ac* and there was 
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\ t»f>-b<xiy refrigerated vault 

1 iitr!n "T* Keneral short 
» l,rT >* itorage in open 

■£*-*• A fnw months after 

, * completion of thia winir 

I auporviaod the excavatmK 
."’“t tho '■‘•mainder of the 

wdh h K H . T I U * WM d0 "« 
with hand labor in such a 

manner that the atructural 
soundness of the building 
was not weakened. This 
portion of the basement 
was used for staple food 
storage and included a 
large freezer for perishable 
food storage. 

We also revamped the 
medical operating facility 
replacing the old X-ray' 
machine with the latest 
X-ray equipment. The old 
X-ray machine was dis¬ 
mantled and reworked into 
a fluoroacope. The low 
pressure autoclave was re¬ 
placed with a modem high 
pressure five minute seen* 
hung unit. 

All things did not emerge 
without some setbacks 
This la a case m 
W he© the 

d©«:gruag of the second 

■^-%g »ft» a progress, I. as 
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me»nt urn! »l would U»ko a 
high pressure boiler to 

operate it. 

It may wcm this article 
ramble* and rcturna, but 
m* really; lira accomplish-1 
menu listed are chronologi¬ 
cal. having been completed 
in the fpan of 28 years. 
During my tenure at Den- 
mar many things were ac¬ 
complished The installa- 
tjoo of safely and security 
alarm systems, inner office 
and floor communication 
systems, ice making ma¬ 
chines on the floors and in 
the kitchen areas, labora¬ 
tory m oved to the basement 
of the second »mg. Sum- 
mrc*m other installations 
a ui samrov e men is were 
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Craft Workshops 

The West Virginia Depi 
of Education's fall crat 
workshops will include ir. 
struction in the unique ai 
of designing and construct 
ing religious banners. K 

The specialized craft, b 
be presented Sept. 30 - Oct 
2, will be taught by Conn 
Eggers, a former artist fo 
Vogue Patterns, who triet 
her hand at religious ban 
ners when the church sh< 
attended burned down. Us 
ing a patchwork style, Eg 
gers made a dramatic 
boldly-colored banner pro 
claiming, “0 Sing Unto the 
Lord a New Song,” whicV 
was hung in the rebuilt 
church. 

Other workshops dunn* 
the Sept 30* Oct. 2 sesswi 
will be devoted to bobbu 
lace, chair caning, jewelry 
photography and whea 
weaving, The Oct lb-1 
MMwifl will offer wv»rt 
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lh* kitchen area*. labors- 
lory mm*d to th* basement 
of the oecond wing Num¬ 
erous other installations 
nnd imnrnvrmrnU wrr** 
a.Jo The Ihlf.l wing of 

th# mum hiMipilnl building 
Kn* never been added. 

Port**** of the new con- 
*surt»on. changing n lum¬ 
ber company s logging 
< * and lumber mill into a 
haspilaJ com pie i wan ac¬ 
complished under my 
H.^ntuoa by contractor a, 
maintenance personnel, 
and prison trustee labor. 
TW basptlai staff personnel 
vena siJ highly qualified for 
‘ *a pmUoai and very 
supportive of luggritioM 
far change*, addition* or 
Custom propoaed by cna 
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boldly-colored banner pro 
claiming, "O Sing Unto th« 

Lord a New Song,** whicV 
was hung in the rebuilt 
church. I 

Other workshops durini 
the Sept. 30 - Oct. 2 nessioi 
will be devoted to bobbii 
lace, chair caning, jewelry 
photography and whea 
weaving. The Oct. 15-1* 
session will offer work 
shops in the business o 
crafts, including bookkeep 
ing. insurance, promotvoi 
and marketing. Basic join 
ery, blocksmithing, electrv 
kiln use. spinning. sUinet 
glass and tapestry weavini 
will be offered Oct. 26-30 
All workshops are con 
ducted at the Cedar Lake 
Conference Center nea 
Ripley For information 
call 372-6263 or 346-0216 
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assistant was Dr. Hayden, 
both from Charleston. The 
theory of treatment then 
was rest, food and fresh air. 

The lumber company’s 
boarding house had been 
converted into a 2 Vt story 
main hospital building. The 
ground floor housed the 
kitchen, patient dining 
room and two office rooms. 
The seriously ill patients 
occupied the second and 
half story attic floors. Add¬ 
ed to this building on the 
south side were sleeping 
quarters for patients. There 
was an excavation made 
under the building to ac¬ 
commodate a large cast 
iron sectional boiler and 

brick chimney. 

The row of five room 
cottages was converted into 
patient quarters by con¬ 
necting two with sleeping 
porches between. The cot¬ 
tages w'ere used for loung¬ 
ing and dressing purposes. 
All patients slept on the 
porches with large windows 
that most of the time re¬ 
mained open. The patients 
were covered with heavy 
woolen blankets ' for 
warmth. In this row were 
two female cottages and 
two. matron supervised cot¬ 
tages for children. 

Up from the cottage row 
was a small building used 
by the lumber company as a 
church Later use was as a 
achool The main road into 
and through the grounds to 
the railroad was lined on 
both aides with company 
Nursing The first house at 
the end facing the railroad 
was Assistant Superintend- 


tutu rougnugu teeuing sum 
area, utilized after milk¬ 
ings. 

In the late 1930’s during, 
the PWA and WPA Admin¬ 
istration we went to battle 
for a new sanitarium build¬ 
ing. The main people at 
Denmar to help accomplish 
this feat were Dr. S. Bamp- 
field, Superintendent, Mri 
R. J. Roane, Financial Sec¬ 
retary, and W. K. Davis, 
O&M Engineer, along with 
J. Burdette and Col. White 
of the State Board of Con¬ 
trol. After going through 
the legislative process, it 
was finally decided to 
match the Federal Govern¬ 
ment grant with State funds 
to construct the first unit. 
The building designed to be 
of three sections, a 300-bed 
capacity hospital. The first 
section housed 100 patients 
with the center portion of 
the fourth floor used as 
nurses quarters and ex¬ 
tended from each side of 
this center section were 
patient sundecks. The 
basement level housed the 
kitchen and personnel din¬ 
ing room, a small room with 
a distillery for processing 
sterile water and a large 
hall which was the rear 
entrance to the building. 
This entrance was the most 
used as the building faced 
the Greenbrier River and 
the access road passed to 
the rear of the building. 
There was a large room 
intended to be used as a 
laundry which was split into 
three sections. One section 
was used as • commisssary 
lor sundry Hems sold to the 
Diiienli This was operated 
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three*room apartment with 

bath w*s part of the build¬ 
ing. This building was heat- 
«*d with a coal burning cast 
iron furnace and there was 
a furnace fired hot water 

tank. 

A road was built of 
crushed rock running, off 
the main road between the 
superintendent s and fi¬ 
nance secretary’s quarters. 

A mule barn was also 
built from salvage materi¬ 
als. There was a hoe lot 
built beside the mule barn 
and a small cutting and 
curing building for process¬ 
ing meat. 

Across from these build¬ 
ings was built a four-room 
with bath residence for the 
farm supervisor. Heat and 
hot water were generated 
from a basement furnace. 
Beyond these facilities was 
the cemetery on the State 
land adjacent to Beard 

land. 

The laundry for years 
was contracted out to laun¬ 
dries in Ronceverte and 
Elkina. The next building 
phase, done with prison 
labor, was a fully equipped 
laundry especially for laun¬ 
dering the hospital items. 
The installed equipment 
included the latest Ameri¬ 
can Laundry Machine prod¬ 
uct*. consisting of two tuba, 
a medium sued eilri' r, a 
two person flat work Ironer 
and four steam operated 
prveeea all powered by a 
feO borwpowef upright high 
pmasufT tfeam boiler luii 
had an atUr and an 
end *u*«g* room Later a 

^ ^ __- — — l 
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umnucu ui»u rewotaeu muo 
a fluoroscope. The low 
pressure autoclave was re¬ 
placed with a modem high 
pressure five minute steri¬ 
lizing unit. 

All things did not emerge 
without some setbacks. 

This is a case in point. • 
When the planning and 
designing of the second 
wing was in progress, I, as 
the hospital complex oper¬ 
ations and maintenance 
supervisor, requested a 
high pressure boiler be 

installed for this wing. The 

boiler was not installed 
before or during the erec¬ 
tion of the wing. Walls had 
to be opened and a space, 
dug out of the driveway in 
- order to install this third 
boiler in the sub-basement 
of the main wing. It was 
noticed a low pressure boil¬ 
er had been delivered. The 
contractor was questioned. 
His reply was ‘ ‘That is what 
is called for on the archi¬ 
tect’s design.” The con¬ 
tractor installed the boiler, 
resealed the walls and re- 
finished the driveway. 
After a long delay hassling 
with the SUte building and 
contract engineers, once 
more the walls were open¬ 
ed, the driveway torn up. 
the low pressure boiler 
removed, the high pressure 
boiler insulled. the walls 
and driveway returned to 
the original state. The end 
result was the Slate had to 
pay out an additional 
1 *6.000 because some one 
did not heed the request of 
the operations and mainte¬ 
nance supervisor. The new 
equipment in the new wing 


and the use o! the rates and 
charges staled therein deferred 
until 12:01 a.m., January 7, 1984, 
unless otherwise ordered by the 
Commission. By this same order, 
the matters involved herein were 
set for hearing to be held in 
Marlinton, West Virginia, on 
Monday, September 26, 1983. 

The Commission is now of the 
opinion that the hearing on this 
matter should be advanced. . 

IT IS, THEREFORE, OR 
DERED that the hearing on thii 
matter originally scheduled fo 
September 26, 1983, be, and th 
same hereby is, cancelled. • 

IT IS FURTHER ORDERS 
that the matters involved herei 
be set for hearing before Hearin 
Examiner Arnold 0. Weiford to t 
held in the Circuit Court Root 
Pocahontas County Court Hous 
Marlinton, West Virginia, on F 
day, September 16, 1983 a. 11. 
a.m., EDST., at which time ai 
place the respondent shall app€ 
and offer evidence in support 
its aforesaid increased rates a 
charges and anyone interert 
may appear and make such obj- 
tion thereto as may be deen: 

P TlS FURTHER ORDER 

that the respondent. -Teleph< 
Utilities of West Virginia, 
corporation, give notice of 
filing of the aforesaid tariff an( 
the time and place of the 
vanced hearing thereon, by p 
ing a copy of this oioer 
conspicuous places where bills 
telephone service are paid ft 
period of at least seven »•> « 
prior to September 16. 1«M. 
public inspection, and by pubi 
ing a copy of this order linstea 
the August 31. 1*3 order! on 
week for two (2' successive we 
between the date hereof 

s*—* >« i •_* 


paper, duly qualified by 
Cl-retan of State published 

^ .n P.VA 


circulation in Poca 
i*s Count.. making due rt 
thereof to the Commission c 
before the day of 

for theCommisscn 

HOWARD M CUNM- sG ‘ 
Eaacutive Seer 
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mu) the* usw* of the rata* and 
charge* Waled therein defen-ed 
until 12:01 am., January 7. 1984, 
unlett otherwise ordered by the 
Committion. By this same order, 
the matters involved herein were 
•el for hearing to be hold in 
Mar Union, West Virginia, on 
Monday. September 26. 1983. 

The Commission is now of the 
opinion that the hearing on this 
matter should be advanced. 

IT IS, THEREFORE, OR¬ 
DERED that the hearing on thia 
matter originally scheduled for 
September 26, 1983, be. and the 
same hereby is. cancelled. • 

IT IS FURTHER ORDERED 
that the matters involved herein 
be set for hearing before Hearing 
Examiner Arnold 0. Weiford to be 
held in the Circuit Court Room, 
Pocahontas County Court House, 
Marlinton, West Virginia, on Fri- 
dav. September 16, 1983, at 11:00 
am.. ED ST., at which time and 
place the respondent shall appear 
and offer evidence in support of 
its aforesaid increased rates and 
charges and anyone interested 
siav appear and make such objec¬ 
tion thereto as may be deemed 
proper. 

IT IS FURTHER ORDERED 
that the respondent. Telephone 
UtifejM of West Virginia, a 
corporation, give notice of the 
fUmg of the aforesaid tariff and of 
time and place of the ad¬ 
vanced hearing thereon, by post¬ 
al a copy of this order in 
oor.ipcuoui places where bills for 
u«rp£*>oe aemce are paid for a 
pef»d of at Uast seven 17) days 

tif u> StpCfin her 16. 1963. for 
pebfcr xepertioo and by publish- 
^4 a tr. ; | of this order (instead of 
IBs 1*gwl 31. 1963 order) once a 
•*«4 tef two 111 turceesiv* weeks. 
w»ms IBs dale hereof and 
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mid participanta including rates, 
conditions and extension of serv¬ 
ice, use of any of its facilities, 
attendance at and participation in 
any meetings of beneficiaries and 
participants or the exercise of any 
rights of such beneficiaries and 
participants in the conduct of the 
operations of this organization. 

Any person who beUeves him¬ 
self, or any specific class of 
individuals, to be subjected by 
this organization to discrimination 
prohibited by Title VI of the Act 
and the Rules and Regulations 
issued thereunder may, by him¬ 
self or a representative, file with 
the Secretary of Agriculture, 
Washington, D. C. 20250, or the 
Rural Electrification Administra¬ 
tion, Washington, D. C. 20250, or 
this organization, or all, a written 
complaint. Such complaint must be 
filed not later than 180 ’days after 
the alleged discrimination, or by 
such later date to which the 
Secretary of Agriculture or the 
Rural Electrification Administra¬ 
tion extends the time for filing. 
Identity of complainants will be 
kept confidential except to the 
extent necessary to carry out the 
purposes of the Rules and Regula¬ 
tions. 

9-15-1 

Notice of Filing of Estate Accounts 
I have before me the accounts of 
the Fiduciary of the Estate of 
Martha J. Lovelace 
Any person having a claim against 
the estate of such deceased per¬ 
son, or who has azjy beneficial 
interest therein, may appear be¬ 
fore me or the county commission 
at any tune within thirty days after 
first publication of this notice, and 
request reference of said estate to 
a fiduciary commusioner. or ob¬ 
ject to confirmation of *aid ac¬ 
counting In the absence of such 
request or objection. the account¬ 
ing may be approved by the 
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count? commission 

Given under my hand this 
the 7th day of September, 1963 

KddrelhT Vleedows 
CWrt el the CmMJI Cosajmeeion 
el fiitshiaui toalB, 


Pawn* Ihakncl thrpui* 
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